The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street. Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



08/19/2011 


Lauren Greene 

Assistant District Attorney, Suffolk County 


Dear ADA Greene, 

Enclosed is the infomtatioti you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Curriculum Vitae for Amiie Dookltan, and Kate Corbett. 

2. Drug Analysis Laboratoiy Receipt. 

3. Control Cards with analytical results for samples 

4. Atialysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Annie Dooklian was the custodial chemist and perfonned the preliminary testing and net weight for 
this sample. Kate Corbett was the confimiatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 




Aimie Dooklian 
Chemist 11 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriciiliim Vitae 


Annie KLliau (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistiy. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II . Massachusetts Department of Public Health, Drug Analysis Laboratoiy 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Dmg Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to detemiine violations of harmful and narcotic 
drug laws. 

*Trained in the use of complex analytical instrumentation, microscopes and balances foi' the 
puipose of drug analysis. 

*Maintenance and repaii s of all analytical instiaiments. 

*Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
^Oversee the Quality Control/Quality Assurance progiam for the Drug Lab. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols. 

*Notai'y Public. 

*Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

QC Analyst I. II . UMMS-Massachusetts Biologic Laboratory, QC Material Control 

*Compieted proficiency haining conducted by a member of the staff within the MLB Qualit}' 
Control and Quality Assurance Department. 

^Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs). 

^Trained and supervised new chemists and interns for the department. 

*Routine QC testing of products for the FDA. 

^Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

*Caiibration, preventive maintenance, QC and QA of analytical instrumentation. 

^Complete testing of chemicals for Vendor Validation Project for the FDA. 

*Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of .Uistice - Forensics Professionals, (numerous tiainings) 

GLP/GMP training with Massachusetts Biologic Laboratoiy. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek, 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

FTIR training with Spectros. 

TOC training with MBL and Sievers. 

A.ssociation: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included; Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UVA/IS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
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DBPARTMENr 


DRUG RECEIPT 


BOOK #_ 

PAGE #_ 

DESTRUCTION #_ 


Dislrict/Unit _ /4 / _ 

Name & Rank of Arresting Officer_ S/O _ ID#_ / 0^^ 0 



DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 


i-fS- ^^1 




i'ffc (Lv>i /J 


u 





To be completed by ECU personnel only 
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PRELIMINARY TEST RESULTS 



RESULTS 


MS 

OPERATOR 
DATE 

Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 



PHYSICAL DESCRIPTION: 

■^OvJOCiv/tJLcS ^ 




Gross wt {\\ ): \. % IB H 
Gross Wt ( a. ): <g . 3 t ^ ^ 

Pkg. Wt:_ 

NetWt: 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 
.-^Th iocyanate 

'L- Marquis V~~ 


Froehde's 
^ Mecke's 


MIcrocrvstalHne Tests 
Gold 

Chloride_ 

tltai_j___ 

OTHER TESTS 

2 - 4 -_ 


PRELIMINARY TEST RESULTS 
RESULTS |'\o/x r'> iN 

DATE X-tD-U 


GC/MS CONFIRMATORY TEST 
RESULTS \'\py^ ov'^ 

MS 

OPERATOR 

DATE_-I- ^v-vw^_ 


Revised 7/2005 




Sample #: 


# samples tested: 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 

o. O \ 

.^ 

n ,c3b'2> \ 

26 




2 



o. o-sai 

27 




3 




28 




4 



0. l\^8 /2- 

29 




5 



o.ois-)«i(xr 

) 30 




6 



o. 

31 




7 




32 




8 




33 




9 




34 




10 




35 




11 




36 




12 




— 

37 




13 




38 




14 




39 


. “ 


15 




40 


1 


16 




41 




17 




42 




18 




43 




19 


- — - 


44 




20 




45 




21 




46 




22 




47 




23 




48 




24 




49 




25 




50 




Calculations; 
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DRUG POWDER ANALYSIS FORM 


SAMPLE if 
No. of samples tested: 


AGENCY 


ANALYST^ 
Evidence WL 




Gross Wt ( 1.) 
Gross Wt { ) 

Pkg. Wt 
NetWt 




PHYSICAL DESCRIPTION: 

O d^A(2.C^S Si-VCO ^ 

3^C>oO<SaUI<^ 

\'N \ 

U.^ors co<^-^cwvc.cL O-^'oS 

Q) ^‘^oOr\ (L^®-VC-,^ '^(>^cW\A.<S 

^i=» . 

_ (H) vV< ^0^ ei^AuLtS^ vg vr\ V 


PRELIMINARY TESTS 


Soot Tests 


Cobalt 

Thiocyanate ( 

J > 

e> 

+- 

Marquis 



Froehde's_ 



Mecke's 

A- 



MicrocfVstalUne Tests 

Gold ^ 

Chloride V 


TLTAJ_J_ 


OTHER TESTS 


ICC 


PRELIMINARY TEST RESULTS 
RESULTS rCl V^oOfs (^C oauLr^Q 

date vo-vt 


GC/MS CONFIRMATORY TEST 
RESULTS '4r>/>/-..''s Coctx'-Uc 

MS 

OPERATOR_ ,cQ><l 

DATE__ 


Revised 7/2005 
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Sample #: 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Ql-2011\System7\02_ll_ll\771264.D 
ASD/KAC 

12 Feb 2011 9:04 

BLANK 
ASD 
1 

TFMPP.M 

RTE 


Abundance ~ TIC: 771264.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


771264.D Thu Aug 18 07:21:53 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System7\02_ll_ll\771265.D 

ASD/KAC 

12 Feb 2011 9:26 

BLANK 
ASD 
2 

DRUGS , M 
RTE 



.Tjme::>_2,00 2.50 3.^0_ ,3.50 4,6^4^50 5.00 5,_60_ 6,00 6.50.LP0_ 7.60 6.00 8 .50 9.0 0 9.50 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS 


771265.D 


Thu Aug 18 07:21:57 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\771266.D 

ASD/KAC 

12 Feb 2011 9:38 

HEROIN STD 
ASD 
66 

DRUGS,M 
RTE 


Abundance TIC; 771266,D\daia.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.407 

910597 

100,00 

100.00 


771266.D 


Thu Aug 18 07:22:00 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Ql-2011\System7\02 11 11\771266.D 

Operator 

ASD/KAC 

Date Acquired 

12 Feb 2011 9:38 

Sample Name 

HEROIN STD 

Submitted by 

ASD 

Vial Number 

66 

AcquisitlonMeth 

DRUGS.M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C: \Database\PM^^__T0X2 . L 


PK# RT Library/ID 


CAS# Qual 


1 6.41 C:\Database\SLI.L 

HEROIN 


000561-27^3 99 


Abundance 

80 

60 

40 

20 


43 


59 




Average of 6,364 to 6.697 min.: 771266.D\data.ms {-) 


81 


m/z-> 40 60 


94 115 


I*'!*:;. 


28 


327 


268 


146 

162 

I [■ 181 


204 


226. 




310 


284 


298 


369 


n ( ' I i'^i !"["t "i -vr j 'n i t I I ^ i I' f rri' i 'pvi-rYyr - f - r r i-f T] i i t ) ; i i ^ t f i p i i | i i i ^ ^ i 

60 100 120 140 160 180 200 220 240 260 280 300 320 340 


354 


360 


Abundance 


80 

60 

40 

20 


4t3 


69 
.ijl . 


m: HEROIN 


81 


94 


116 




146 




m 


268 


327 


215 


174 

li I 


]| 228 253 


310 


284 


298 


341 


'T-T-i‘ i 'j i I " i I>'^ ’ f - Tyr T^T- rY -i ) [ i t i i | i "> ,- r| ' fT-r - ryr - r7 ‘'i j i i ‘ r ‘ r ' ' j-»n~r-i t i Tj i t - rT-| i i » i j > i 

m/ 2 -> 40 60 80 100 120 140 160__ 180 200 ^ 240 260__ _280 300 320 340 


369 




771266.D Thu Aug 18 07:22:00 2011 


Page 2 


Folk_OIG_PRR_041770 



















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql~201l\System7\02_ll_ll\771267 
ASD/KAC 

12 Feb 2011 9:51 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


D 


Abundance TIC: 771267.D\data.ms 



Ret. Time 


Area Area % Ratio % 


*:t*NO INTEGRATED PEAKS*** 


771267.D Thu Aug 18 07:22:07 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File:' 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\771283.D 

ASD/KAC 

12 Feb 2011 13:11 

BLANK 
ASD 
2 

DRUGS.M 
RTF 


Abundance TIC: 771283.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


771283.D Thu Aug 18 07:22:19 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F; \Ql-2011\System7\02__ll__ll\771284 .D 
ASD/KAC 

12 Feb 2011 13:23 


ASD 
84 

DRUGS,M 
RTF 


Abundance TiC: 771284.D\clata.ms 



Ret - Time 


Area Area % Ratio % 


3,171 

428949 

27.01 

47.45 

3.521 

255227 

16.07 

28.23 

6.401 

904087 

56.92 

100.00 


771284,D Thu Aug 18 07:22:22 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\771284.D 
ASD/KAC 

12 Feb 2011 13:23 


ASD 

84 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.17 

C:\Database\NIST08.L 





D-Mannitol 

000069-65-8 

83 



D-Mannitol 

000069-65-8 

83 



Sorbitol 

000050-70-4 

83 


Abundance 

80 

60 

40 

20 

0 


Average of 2,880 to 3.177 min.: 771284,D\dala.ms L) 
73 


103 


43 


rr 


53 




85 






115 


133 




rp 


146 159 

TTiTT^WfnrT 


177 189 207 

rrrTpr 




m/z-:> 10^ 20 ^ 40 ._5p 60_70 8p_ 90 Ipp 110 120 13Q 140 150 160 170JI80 190 200 

Abundance 


80 

60 

40’ 

20 | 


7p 


61 


43 


19 


31 




51 

1V|r- 




#46257: D-Mannitoi 


103 


85 






115 


133 

I 


147 

r-rl'TTT 


165 


183 


fn/z-> 10 20 30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


771284 .D 


Thu Aug 18 07:22:22 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Ql-201l\System7\02_ll__ll\7 71284 .D 
ASD/KAC 

12 Feb 2011 13i23 


ASD 

84 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW__TOX2 , L 


PK# RT Library/ID 


CAS# Qual 


2 3,52 C:\Database\NIST08.L 


Benadryl 

000058-73-1 

83 

Orphenadrine 

000083-98-7 

78 

Bromdiphenhydramine 

000118-23-0 

64 


Abundance 


80 


60 


40 


20 


0 


58 


Average of 3.494 to 3.611 min.: ?71284.0\data.ms {-) 


45 


■pTXTJTTtT|T 


73 


165 


I ^ 89 105 115 126 L 181 208 227 

1 t 'j [ r-pHn Vy TT i I'j 1 1 TT [ t j ) i ‘ i > p 11 } | i n m n | i‘i m ^ i t ’ l' j p - T 'Ti } 11 i t [ > n'r^ ii m p 11 > i | i m q m i p 1 11 11 


m/z-^>_10 20 30 40 ^ 60 70 80 90 10 0 110 120 130 140150 160170180 190 200 210220 230 240 2S0 

Abundance #101818: Benadryl 


80 


60 


68 



165 


152 


176 196 208 228 


256 


m/z-> 


89 105115 128 139 

[T | i i‘ t 1 1 1 i ‘ i rp 'r i I I i n V|T TrT ‘j i 'i f r (pTTrj i n i n i i-r pn ; 11 n i | m ^ i i"|T i i i | 7 - rn - | -| i' < Ty 

10 20 30 40 60 60 70 80 90 100110120130140 160160170 180190 200 210 220 230240 250 


771284.D Thu Aug 18 07:22:22 2011 • Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Ql-201l\System7\02__ll_ll\771284 
ASD/KAC 

12 Feb 2011 13:23 


ASD 

84 

DRUGS,M 
-RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3 6.40 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 

80 

60 

40 

20 


Average of 6.369 to 6.560 min.; 771284.D\data.ms (-) 


268 


327 


81 


204 


59 




94 116 


146 


]28 


162 


181 


Lma .h 




6 


I 236 253 

■■jj. 


310 


' 284 


298 


369 


341 354 


r-pm Tr j- Y -i i i 'Y » ' '"i r t - YT' ' i jM'V V j't'i* I 'x j - r - r - r T [ t ‘ rrr[ ' t'i t | I' i't r - j-i i i > 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60 

40 

20 


#1: HEROIN 


ov 


43 


268 


327 


215 


81 

I 


59 


jlMLl 


94 


115 


146 


Vi 


28 


162 


174 


197 


m/z-> 


, mI'Ij' .- 

i . [ ri'rn t . . . ri''T--r-T-Tyt-t-T^T-prT-r^ 


11 f«240253 


310 


284 


'“T 


298 

j r i i- i- r - r -T- 


341 




369 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


771284 .D 


Thu Aug 18 07:22:23 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Ql-2011\System7\02 11 11\771285.D 

Operator 

ASD/KAC 

Date Acquired 

12 Feb 2011 13:36 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMe th 

DRUGS.M 

Integrator 

RTE 

Abundance 

TIC; 7712a5,0\datams 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


771285,D Thu Aug 18 07:22:26 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Ql-201l\System7\02_ll_ll\771286.D 

Operator : ASD/KAC 

Date Acquired t 12 Feb 2011 13:48 

Sample Name : 

Submitted by : ASD 
Vial Number : 86 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 


TIC: 771286,0\data.ms 




Time-_:> 2.0 0 2 ,50 3.00 3.50 4.00 4.50 5.00 5,50 6.00 6 .S0 7 .00 7 .50 8.Q 0 B .SO 9.0p^,60 


Ret. Time 

Area 

Area % 

Ratio 

3.266 

839209 

39.36 

91.97 

3.304 

104076 

4.88 

11.41 

3.521 

276652 

12.97 

30.32 

6.401 

912469 

42.79 

100.00 


771286.D Thu Aug 18 07:22:28 2011 Page 1 


Folk_OIG_PRR 041778 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-2011\System7\02_ll_ll\771286.D 

Operator r ASD/KAC 

Date Acquired : 12 Feb 2011 13:48 

Sample Name : 

Submitted by : ASD 
Vial Number : 86 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


3.27 C:\Database\NIST08.L 


Sorbitol 

000050-70-4 

86 

D“Mannitol 

000069-65-8 

83 

Sorbitol 

000050-70-4 

80 


GAS# Qual 



m/z->__tO 20_ 30 JO 60 _60 70__ 80 90 100_110 120J30 140_ 150 160^ 170 180 190 200 


Abundance 


m/z-> 



10 20 30 40 50 60 


#46251: Sorbitol 


103 

85 133 

! I. I In |94. ll ^ I ^46154 

r | 4MV - < p r ]* ii m < | i^ -rrj- r T-t-T- p i rr yr i i i ^ > p rrp i i ; j i i m ] } i i i ] ~i 

70 8090 100110 120 130.140150 160 170 180 190 200 


771286.D Thu Aug 18 07:22:28 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 

F:\Ql-2011\Systein7\02 11 

11\771286.D 

Operator 

ASD/KAC 


Date Acquired 

12 Feb 2011 13:48 


Sample Name 



Submitted by 

ASD 


Vial Number 

86 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C: \Database\PMW__TOX2 . L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


3.30 C:\Database\PMW_TOX2.L 
Dimetacrine-M (ring) 
Pentifylline-M “H20 isomer-l 
Mescaline AC 


006267-02-3 42 
000000-00-0 9 
000000-00-0 4 


Abundance 

80 

60 

40 

20 

0 




Abundance 


80 


60 


40 


20 




Average of 3.293 to 3.404 min.: 771286.b\data.ms (-) 


1$4 


109 


41 


67 82 

54 I 76 


5 } l' t I i T pT-t-T-T-p-lV-}-'J -'t 


95 


136 


122 


150 


185 


j i‘ i < I 1 *t I I t I ' 


207 

‘t-T-T-TT-TV-r-TT 


40 50 60 70 80 90 100 110 120 13 0 1 40 150 J60 170 180 190 200 210 


#1169: Dimetacrine-M (ring) 


P919 


1$4 


97 


149 


165 179 


“TT-T'i r (■ r-i-pr 


m/z-> 40 60 60 70 80 __90 l6o_jio 120^30 140 150 160 170 180 190 20 210 


X 


4L- 




209 


771286.D Thu Aug 18 07;22;29 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\771286.D 

ASD/KAC 

12 Feb 2011 13;48 


ASD 
86 

DRUGS.M 
RTS 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST08►L Minimum Quality; 80 

C; \Database\PM;^__TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


3 3.52 C;\Database\PMW_TOX2.L 

Diphenhydramine-M (methoxy-) 
Diphenhydramine 
Chlorphenoxamine“M (HO-) 


000000-00-0 64 
000058-73-1 47 
000000-00-0 9 


Abundance 


80 


60 


40 


20 


58 


m/ 2 --> 


46 

i 11 hi-Tj'’’"''’' 

40 50 


Average of 3.489 to 3,611 min.: 771286.D\data.ms (-) 


73 


TTjrt- 

70 80 


86 

J'TTt' 


105115 126 139 


166 


179 

njr- 


207 


227 


281 


I , , , . I M M ^ >vnjm-r]-TTTT^T7TT7tT f • f • 1 H I n rrp m I n H f n H jn M 1 UI M . M ., M , . f ^ M . j M M I M ,, j M T 

90 100 110120 130140 160 160170180 190 200 210220 230 240 250 260270 280_ 


Abundance 


80 


60 


40 


20 


58 


^f2078: Dlphenhydramlne-M (methoxy-) P1397 



105 122 


152 105 


183 


m/z-> 


241 


285 


jrnTpm . p ^ . * ^T(Yr|-TrTi | i j 11 [ti u f n 11 ] I'l rrj ^ k'iT]Tn-r|'Vl 111 >) n j i-TTri-r-!,. | <«> > ^ m ■ ■ |Tn i j n i i | i m | n n f n'l 

40 50 60 70 80 90 100 110 120130 140150 160170180190 20_0_2_10220 230240250 260 27J^280 


771286.D Thu Aug 18 07:22;29 2011 Page 4 


Folk_OIG_PRR_041781 











Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\771286.D 
ASD/KAC 

12 Feb 2011 13:48 



86 

DRUGS . M 
RTF 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality; 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


6.40 C:\Database\SLI.L 

HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 


43 


Average of 6.359 to 6.534 min.: 771286.D\dat3.ms (-) 


268 


327 


81 


204 


59 


}\m ji k 


94 

lM 


116 


146 


28 


162 


,181 




310 


264 


369 


I ' | < t' I i j -r I i I I i 1 i t t' t i ‘' pr TT- i'| i rr -r' | t t i I 'j -T T- T i ^ r t'i | -}- 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


341 


354 

>—rry-r-rr-r 

360 


Abundance 


#1: HEROIN 


80 

60 

40 

20 


4'3 


268 


327 


215 


81 


59 


94 


115 


146 




28 


162 


181 


197 




310 


2^8240253 I 


284 


298 


369 


I 341 


| , , ,.Y Y 1 ' j I i j-~ i I ^ I T'l t t yV '- r ’r? • [ r - rr T > i f i i T t > ] i i i < -p- 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


360 


771286.D Thu Aug 18 07:22:30 2011 Page 5 


Folk_OIG_PRR 041782 


















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


from Data File; 

F:\Ql-2Dll\System7\02_ll_ll\771287,D 
ASD/KAC 

12 Feb 2011 14;00 


ASD 

87 

DRUGS, 
RTE 


M 


Abundance fiC: 771287,D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.187 

615014 

59.19 

100.00 

6.396 

423976 

40.81 

68.94 


771287.D Thu Aug 18 07:22:33 2011 Page 1 


Folk_OIG_PRR 041783 







Area Percent / Library Search Report 


Information from Data File: 

File Name ; F: \Ql-2011\System7\02_ll__ll\77l287 ,D 

Operator : ASD/KAC 

Date Acquired : 12 Feb 2011 14:00 

Sample Name : 

Submitted by : ASD 
Vial Number : 87 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3,19 

C;\Database\NIST08,L 





Sorbitol 

000050-70-4 

80 



Sorbitol 

000050-70-4 

72 



Sorbitol 

000050-70-4 

72 


Abundance Average of 2.880 to 3.282 min.: 771287.D\dala.ms (-) 



Abundance #46255: Sorbitol 



m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


771287,D Thu Aug 18 07:22:33 2011 Page 2 


Folk^OIG PRR 041784 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Ql-2011\System7\02 11 

11\771287.D 

Operator 

ASD/KAC 


Date Acquired 

12 Feb 2011 14:00 


Sample Name 



Submitted by 

ASD 


Vial Number 

87 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST08 .h 

C:\Database\PMW_T0X2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


2 6.40 C:\Database\SLI,L 

HEROIN 


000561-27-3 99 


Abundance 

80 

60 

40 

20 


4i3 


59 


81 


Average of 6.359 to 6.612 min.; 771287.D\data.ms (-) 


268 


94 


115 


327 


204 


146 


28 

ilik li] 


162 


181 




226., 


310 


284 

298 , 


369 


|- I .'l ' r ] I ' l ' i I j"V ^ i-r y-T~T-T-- f | : I 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


356 


360 


Abundance 


80 

60 

40 

20 


4^ 


m/z-> 


40 


81 


59 
li . 


#1: HEROIN 


94 


115 




146 


28 

ik M: 


162 


174 




197 


268 


327 


216 


310 




369 


341 


-^-pr, i Vj--it n-^r* j-i rr-rym t fT"P-ri jT. . ^yrT-r-tYv^'r-f'r i'i f’i’, r-rp-f-r-r p 

60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


rpTT-t 

360 


771287.D 


Thu Aug 18 07:22:33 2011 


Page 3 


Folk_OIG_PRR 041785 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Ql-201l\System7\02_ll_ll\771288.D 

ASD/KAC 

12 Feb 2011 14:13 

BLANK 
ASD 
2 

DRUGS,M 
RTE 


Abundance TIC: 771268-0\data.ms 



Ret, Time 


Area Area % Ratio % 


*-**NO INTEGRATED PEAKS* 


771288.D Thu Aug 18 07:22:36 2011 Page 1 


Folk_OIG_PRR 041786 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-201l\System7\02_ll_ll\771289.D 

Operator : ASD/KAC 

Date Acquired : 12 Feb 2011 14:26 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 



Ret, Time Area Area % Ratio % 

INTEGRATED PEAKS* 


771289.D Thu Aug 18 07:23:07 2011 Page 1 

Folk OIG PRR 041787 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Ql"2011\System7\02_ll__ll\7712 90.D 
ASD/KAC 

12 Feb 2011 14:38 

HEROIN STD 
ASD 
66 

DRUGS . M 
RTE 


Abundance 


T(C; 771290.O\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6,407 

1265659 

100,00 

100,00 


771290,D 


Thu Aug 18 07:23:10 2011 


Page 1 


Folk_OIG_PRR 041788 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Ql-201l\System7\02_ll_ll\771290.D 

ASD/KAC 

12 Feb 2011 14:38 

HEROIN STD 
ASD 
66 

DRUGS . M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CASJf Qual 


1 6,41 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 

80 

60 

40 

20 

0 


43 


Average of 6.359 lo 6.576 min.: 771290.D\data.ms t) 


268 


327 


81 


204 


69 




94 115 


146 


il), 




28 


162 


181 


^^^238 263 


310 


355 


r yr rri rr"]' f i i i r r t' | r-rn r p r Y -T '' ! j' i - rr - r '} i i > i | ’ ''F^' r ~ r - < [ i rp > t t i r r'T- r -[r 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


284 

1 296 


369 


Abundance 

80 

60 

40 

20 


#1: HEROIN 


43 


268 


327 


216 


81 


94 


115 


fn/z-> 


59 

Au 

i„l 

kit 


128 

ikjkf 

60 

1 1 } 1 TTT 

80 

100 

ry-T-riTT-rr 

120 140 


146 


162 


174 

I. 


197 
' I ' " - ‘T 


228240253 

Jk ..■lir, .til. ,, 


310 


284 




298 I 

- 


369 


341 

•• T f I i l I t ] I I I J 


771290.D Thu Aug 18 07:23:10 2011 Page 2 


Folk_OIG_PRR 041789 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F: \Ql-201l\System7\02__ll__ll\771291, D 
ASD/KAC 

12 Feb 2011 14:51 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance TIC: 771291 .D\data,ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


771291.D Thu Aug 18 07:23:13 2011 Page 1 


Folk_OIG_PRR 041790 








Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator 


Data File: 

F:\Ql-201l\System7\02_ll_ll\771292.D 

ASD/KAC 

12 Feb 2011 15;03 

COCAINE STD 
ASD 
92 

DRUGS.M 
RTK 


Abundance 

1500000 

1000000 

500000 


4i91 


DC: 771292.D\data.ms 


T]me--> 


t-T- i^r-p^x-p-r-T-T-i rWt i i | i i i i | . »-r i p i . i p < i i ^ i p < r > prT-TT-t p-rnrry-rr 

2.00 2.60 3.00 3.50 4.00 4.50 5.00 5.60 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area . 

Area % 

Ratio % 

4.691 

1730578 

100.00 

100.00 


771292.D Thu Aug 18 07:23:23 2011 Page 1 


Folk_OIG_PRR_041791 





Area Percent / Library Search Report 


Information from Data Filei 

File Name : F:\Ql-201l\System7\02_ll_ll\771292.D 

Operator : ASD/KAC 

Date Acquired ; 12 Feb 2011 15:03 

Sample Name : COCAINE STD 

Submitted by : ASD 

Vial Number : 92 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4,69 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



771292.D Thu Aug 18 07:23:24 2011 Page 2 


Folk_OIG_PRR_041792 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Ql~201l\System7\02__ll_ll\771293 .D 
ASD/KAC 

12 Feb 2011 15:16 

BLANK 
ASD 
2 

DRUGS,M 
RTS 


Abundance TtC: 77i293.D\dala.ms 



Ret. Time 


Area Area % . Ratio % 


*^*NO INTEGRATED PEAKS*** 


771293.D Thu Aug 18 07:23:28 2011 


Page 1 


Folk_OIG_PRR_041793 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Ql-201l\System7\02_ll_ll\771294.D 
ASD/KAC 

12 Feb 2011 15:28 


94 

DRUGS.M 
RTE 


Abundance TIC: 771294,b\da!a.ms 



Ret. Time 


Area Area % Ratio % 


3.219 
3.304 
4.029 
6.401 


574511 

376069 

168376 

883400 


28.69 
18.78 
8.41 
44.12 


65.03 
42.57 
19.06 
100,00 


771294,D Thu Aug 18 07:23:37 2011 Page 1 


Folk_OIG_PRR_041794 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


P: \Ql-201l\Systeni7\02__ll__ll\771294 .D 
ASD/KAC 

12 Feb 2011 15:28 


ASD 
94 

DRUGS.M 
RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08,L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.22 

C;\Database\NIST08.L 





Sorbitol 

000050-70-4 

86 



Sorbitol 

000050-70-4 

80 



Xylitol 

000087-99-0 

64 


Abundance Average of 2.B80 io 3.235 min.; 771294.D\data.ms (-) 




771294*D Thu Aug 18 07:23:38 2011 Page 2 


Folk_OIG_PRR 041795 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\771294.D 

ASD/KAC 

12 Feb 2011 15:28 


ASD 

94 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 3.30 C;\Database\NIST08.L 


Caffeine 

000058-08-2 

97 

Caffeine 

000058-08-2 

97 

Caffeine 

000058-08-2 

95 


Abundance 

80 

60 

40 

20 


0 


Average of 3.262 to 3.478 min.: 771294.D\dalams (-) 


109 


40 


67 


65 


p-iT-rp 




82 


f- irr - r I }' 


94 


rp 


118 149 


g'i'T 11 [ I 


207 


m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 


rprTT^j- 

190 200 


Abundance 


80 


60 


40 


20 


15 28 


42 


I t 1 i 'fr-hr-ri^ 


67 


55 


#56118: Caffeine 


t09 


194 


82 




94 


122 149 

I P‘l rfjT-i4M j » c-r-q-TT 


165 

i 179 

r-j- rt*t-r-f-T-rri ["rr- 


m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 


190 200 


771294 .D 


Thu Aug 18 07:23:38 2011 


Page 3 


Folk_OIG_PRR 041796 













Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Ql-2 011\System7\02_ll__ll\7 712 94 .D 
ASD/KAC 

12 Feb 2011 15:28 


ASD 
94 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C: \Database\PMVJ__TOX2 .L 


PK# RT Library/ID 


CAS# Qual 


3 4,03 C:\Database\NISTD8.L 

Benzamide^ 4-'amino-N- [2- (diethylami 000051-06-9 90 
Benzamide, 4-amino-N-[2-{diethylami 000051-06-9 83 
Benzoic acid, 4-amino-, 2- (diethyla 000059‘-46-l 83 


Abundance 





Average of 3.997 to 4.167 mm.; 771294,D\data.ms (-) 


120 


110 I 137147 ■'64 

T r I I 'lyrri^i | 1 1 m | > rr r^n-f T -i [ i i i p j - Trrrj- 


207 221 

1 | n 1 I p H 1 [ 1 1 tT] riiT 


281 


40 60 60 70 80 90 1Q0 110 120 130 140 150 160 170 180 190 200 210 220 230 240 260 260 270 280 


Abundance 

80 

60 

40 

20 

0 




#86204: Benzamide, 4-amino-N-[2-(diethy[anfiino)elhyy- 


m/z-“> 


58 

42 i ,71 

rY^ tTTTTrliymT] Virry-rl- 


99 


120 


■j4Vi rj-rrrTyrrrf 


132 149 

I'TI I I I I I j > ‘ 


I " " I. ] I H 1111111 M 1111 . . . (t rn-p-vvTifTT-i • pm | i.. i, u .. i i 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


, , |206 , , |P 5 


771294.D Thu Aug 18 07:23:39 2011 Page 4 


Folk_OIG_PRR 041797 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-2011\System7\02_ll_ll\771294.D 

Operator : ASD/KAC 

Date Acquired : 12 Feb 2011 15:28 

Sample Name : 

Submitted by : ASD 
Vial Number : 94 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAStt Qual 


4 6.40 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



771294.D Thu Aug 18 07:23:39 2011 Page 5 


Folk OIG PRR 041798 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Ql-201l\System7\02_ll_ll\771295.D 
ASD/KAC 

12 Feb 2011 15:41 


ASD 
95 

DRUGS.M 
RTE 


Abundance 


TIC: 771295.D\da«a,ms 



Ret. Time 


Area Area % Ratio % 


3 *203 
3 * 521 
6.402 


599125 

239304 

745428 


37.83 
15.11 
47.06 


80*37 

32.10 

100.00 


771295.D 


Thu Aug 18 07:23:42 2011 


Page 1 


Folk_OIG_PRR 041799 






Area Percent / Library Search Report 


Information from Data File: 

File Name ; F i \Ql-201l\Systein7\02__ll_ll\771295 . D 

Operator : ASD/KAC 

Date Acquired ; 12 Feb 2011 15:41 

Sample Name : 

Submitted by : ASD 
Vial Number : 95 

AcquisitionMeth; DRUGS,M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

CI\Database\PMW_TOX2.L 

PK# RT Library/ID 


1 3.20 C:\Database\NIST08,L 


Sorbitol 

000050-70-4 

86 

Sorbitol 

000050-70-4 

80 

D-Mannitol 

000069-65-8 

72 


CAS# Qual 




771295.D Thu Aug 18 07:23:43 2011 


Page 2 


Folk_OIG_PRR 041800 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Ql-2011\System7\02 11 

11\771295.D 

Operator 

ASD/KAC 


Date Acquired 
Sample Name 

l^|e^2011 15:41 


Submitted by 

ASD 


Vial Number 

95 


AcquieitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C;\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


3.52 C : \Database\PMW__T0X2 . L 

Diphenhydramine-M (methoxy-) 

Diphenhydramine 

Diltia^em 


000000-00-0 56 
000058-73-1 47 
042399-41-7 9 


Abundance 


ao 


60 

40 

20 

0 




Average of 3.494 to 3.595 min.: 771295.b\data.ms 


45 


73 


165 


i, 86 105115 126 139 ''52 | ^82 207 224 

^pYr T | I j 1 1 1 I ; |i I I 'l 1 1 itVt] i w i j i i n * p 'n T| j j m u 11 t r r |TTTTyTTi 11 j- i n | u 11 j t > 11 |'i' 11 i |i m m j rr t i [ 11 11 p- 


m/z-_:>_ .40_ 60 60 70 SO 90 100110 120 130 140 150 160170 180190 200 210 220 230 240 250 260 270 280 

Abundance #2078: Diphenhydrarnine-M {methoxy-) P1397 


80 


60 


518 



285 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190200210220230240250_260270280 


771295.D Thu Aug 18 07:23:43 2011 


Page 3 


Folk_OIG_PRR 041801 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2 01l\System7\02_ll__ll\7712 95 *D 
ASD/KAC 

12 Feb 2011 15:41 


ASD 

95 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08,L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 6,40 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 

80 

60 

40 

20 


4;3 


69 




81 


I j ' n *- rr i f i Vr ■ r j- t -T "Y ’ry'^ f* - 1 'i'i ‘ j , "T-V-T'- pr - r - r -rj-i f i i > rr - rr -j- 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Average of 6.364 to 6.646 min,; 771295-0\data.ms (-) 


268 


94 


115 


146 


alii, 


28 


162 


181 




215 

I 


327 


2,28240263 

Ji .Ah H*,.. 


310 


284 


298 


369 


341 354 


i 


Abundance 


80 


60 


40 


20 


69 


m/z-> 


mil 


81 


#1: HEROIN 


215 


94 


116 




146 


162 


28 

jik. 


-p-TT-ry 


181 


197 

, L I I 


268 


327 
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771295 ,D 
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Folk_OIG_PRR 041802 














Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Ql-201l\System7\02_ll_ll\771296,D 
ASD/KAC 

12 Feb 2011 15:53 

BLANK 
ASD 
2 

DRUGS . M 
RTE 


Abundance TIC; 771296.D\da)a.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


771296,D Thu Aug 18 07:23:47 2011 Page 1 


Folk_OIG_PRR 041803 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Ql-2011\System7\02 11 11\771297.D 

Operator 

ASD/KAC 

Date Acquired 

12 Feb 2011 16:05 

Sample Name 


Submitted by 

ASD 

Vial Number 

97 

AcquisitionMe th 

DRUGS.M 

Integrator 

RTE 

Abundance 

...TIC; 771297.0\c(ataTrns 



Ret, Time 

Area 

Area % 

Ratio % 

4.696 

1937066 

100.00 

100.00 


771297.D Thu Aug 18 07:23:50 2011 Page 1 


Folk OIG PRR 041804 










Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Ql-201l\System7\02_ll__ll\771297.D 

Operator : ASD/KAC 

Date Acquired : 12 Feb 2011 16:05 

Sample Name r 

Submitted by : ASD 

Vial Number ; 97 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 4.70 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,659 to 4,855 min.: 771297.D\ciata,ms {-) 



771297.D Thu Aug 18 07:23:50 2011 Page 2 


Folk^OIG PRR 041805 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2 011 \System7\02_ll__ll\7712 98.D 
ASD/KAC 

12 Feb 2011 16:18 

BLANK 
ASD 
2 

DRUGS . M 
RTE 


Abmdance ' ' “ “ “ TIC; 771298.D\data.ms' 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


771298.D Thu Aug 18 07:23:55 2011 


Page 1 


Folk_OIG_PRR_041806 









Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\770494.D 
ASD/KAC 

12 Feb 2011 18:48 

BLANK 
ASD 
2 

DRUGS. M 
RTF 


Abundance tfC; 770494.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


770494.D Thu Aug 18 07:24:53 2011 Page 1 


Folk_OIG_PRR_041807 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Ql-2 01l\System7\02__ll_ll\7 7 04 95 .D 
ASD/KAC 

12 Feb 2011 19:00 

BLANK 
ASD 
2 

DRUGS. M 
RTE 


Abundance TIC: 770495.0\data,ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


770495,D Thu Aug 18 07:24:56 2011 Page 1 


Folk OIG_PRR_041808 




















Area Percent / Library Search Report 


Information from 
File Name : 

Operator ; 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMe t h: 
Integrator 


Data Pile: 

F; \Ql-2 01l\System7\02__ll__ll\7704 96.D 
ASD/KAC 

12 Feb 2011 19:13 

HEROIN STD 
ASD 
66 

DRUGS.M 
RTE 


Abundance 


600000 


TfC: 770496.D\data.ms 


400000 


200000 


0 


6 .^ 

01 

1 - - - -p-... 1111 1 j r t i- i i v-rT'TT') r4^T~v~rr\ 

,Y-i--r-i-r !■ i i t-t'•T'T-' r-T~r~T'T'r t i- i i t tt i f-rT~T~T~vr > t- 


T!me-> 2.00 2.60 3.00 3.60 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

6.401 

1216875 

100.00 

100.00 


Folk OIG PRR_041809 


770496.D 


Thu Aug 18 07:24:58 2011 


Page 


1 






Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Ql-2011\System7\02 11 

11\770496.D 


Operator 

ASD/KAC 



Date Acquired 

12 Feb 2011 19:13 



Sample Name 

HEROIN STD 



Submitted by 

ASD 



Vial Number 

66 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C: \Database\NIST08.1. 

Minimum 

Quality: 80 


C: \Database\PMW__TOX2. L 



PK# RT 

Library/ID 

CAS 

Qual 


1 6.40 Ci\Database\SLI,L 

HEROIN 000561-27-3 99 




770496.D 


Thu Aug 18 07:24:58 2011 


Page 2 


Folk OIG PRR 041810 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\770497.D 

ASD/KAC 

12 Feb 2011 19:25 

BLANK 
ASD 
2 

DRUGS,M 
RTE 


Abundance TIC: 770497.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


770497.D 


Thu Aug 18 07:25:01 2011 


Page 1 


Folk OIG PRR 041811 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Ql-201l\System7\02_ll__ll\770498 .D 
ASD/KAC 

12 Feb 2011 19:38 

COCAINE STD 
ASD 
92 

DRUGS .M 
RTE 


Abundance 

1600000 

1000000 

600000 


TIC: 770498,D\dala,ms 


4i91 


Time-*> 2.00 


2,50 


3,00 3.50 4,00 4.50 5.00 6.60 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4.691 

1693960 

o 

o 

o 

o 

100.00 


770498.D Thu Aug 18 07:25:04 2011 Page 1 


Folk OIG PRR 041812 






Area Percent / Library Search Report 


Information from Data File: 

File Name ; F: \Ql-201l\System7\02_ll__ll\770498 *D 

Operator : ASD/KAC 

Date Acquired : 12 Feb 2011 19:38 

Sample Name : COCAINE STD 

Submitted by : ASD 

Vial Number : 92 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.69 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.649 to 4.865 mm.: 770498.D\data.ms (-) 

I 


80 182 



770498.D Thu Aug 18 07:25:04 2011 Page 2 

Folk OIG PRR 041813 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Ql"201l\System7\02_ll_ll\770499,D 
ASD/KAC 

12 Feb 2011 19:50 

BLANK 
ASD 
2 

DRUGS.M 
RTF 


Abundance TIC: 770499.D\data.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


770499,D Thu Aug 18 07:25:07 2011 Page 1 


Folk OIG PRR 041814 





